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No.  575 

Quartered  Oak  or  Imitation  Mahogany 

Height,  7  feet  10  inches.  Tile  Opening,  42  x  42.  Profile,  2Vi  inches. 

Width,  5  feet.  Mirror,  20  x  42.  Column,  5  inches. 
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No.  570 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  7  feet  10  inches.  Tile  Opening,  42  x  42.  Profile,  2 Vz  inches. 

Width,  5  feet.  Mirror,  20  x  42.  Column,  5  inches. 


No.  620 


Quartered 

Height,  7  feet  4  inches. 

Width,  5  feet. 


Oak  or  Imitation  Mahogany. 

Tile  Opening  39  x  42.  Profile  2Yz 

Mirror  24  x  47.  Column,  4H  inches. 


inches. 
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No.  507 


Height.  7  feet  4  inches. 
Width,  5  feet. 


Quartered  Oak  or  Imitation  Mahogany. 

Tile  Opening,  39  x  42.  Profile,  3  inches. 

Mirror,  20  x  40.  Column,  m  inches. 
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No.  506  1-2 


Height,  7  feet  3  inches. 
Width,  3  feet. 


Quartered  Oak  or  Imitation  Mahogany. 

Tile  Opening  39  x  42.  Profile,  2%  inches. 

Mirror,  24  x  47.  Column,  4H  inches. 
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No.  650 


Quartered  Oak  or  Imitation  Mahogany. 
Height,  I>  feet.  Tile  Opening,  31)  x  42. 

Width,  :>  feet.  Mirror,  IS  x  47. 

Shelf  (5  inches  thick  and  12  inches  wide.  (Hass 


Profile,  344  inches. 
Pilaster,  4  x  4. 

Frame,  4  inch  oval. 
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No.  509 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  7  feet  2  inches.  Tile  Opening,  39  x  42.  Profile,  2J4  inches. 

Width. 5  feet.  Mirror,  18  x  40,  3  sides  beveled.  Column,  4%  inches. 
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Nc.  508 


Height.  7  feet  2  inches. 
Width,  5  feet 


Quartered  Oak  or  Imitation  Mahogany. 
Tile  Opening,  39  x  42. 
Mirror,  18  x  49,  3  sides  beveled. 


Profile 
Column,  4H 


2U  inches, 
inches. 
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No.  506 


Quartered 

Height,  7  feet  2  inches. 

Tile  Opening,  89  x  42. 
Width,  5  feet. 


Oak  or  Imitation  Mahogany. 

Mirror,  18  x  40,  3  sides  beveled. 
Projection,  2M  inches. 

Column,  4  M  inches. 
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No.  538 


Quartered  Oak  or  Imitation  Mahogany. 

Height,  7  feet  5  inches.  Tile  Opening,  39  x  42.  Profile,  3>2  inches. 

Width,  .»  feet.  Mirror  20  x  40.  Column,  4  inches. 
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No.  535 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  7  feet  5  inches.  Tile  Opening,  39  x  42.  Profile,  3*2  inches. 

Width,  5  feet.  Mirror,  20  x  40.  Column,  4  inches. 
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No.  510 


Quartered  0;ik  or  Imitation  Mahogany. 

Height,  6  feet.  Tile  Opening,  42  x  4S.  Profile  3^  inches. 

Width,  5  feet.  Column,  5  inclies. 
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No.  550 


Quartered  Oak  or  Imitatiou  Mahogany. 


Height,  7  feet  3  inches. 


Width,  4  feet  9  to  5  feet. 


Tile  Opening,  39  x  42. 
Mirror,  18  x  30. 


Protile,  4  inches. 
Column,  394  inches. 
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No.  550  1-2 


Height,  7  feet  3  inches 

Width,  4  feet  9  to  5  feet 


Quartered  Oak  or  Imitation  Mahogany. 

Tile  Opening,  39  x  42.  Profile,  4  inches. 

Mirror,  18  x  36.  Column,  394  inches. 
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No.  615 


Height, 


Quartered 

7  feet  3  inches. 

Width,  4  feet  3  to  5  feet. 


Oak  or  Imitation  Mahogany. 

Tile  Opening,  3!)  x  42.  Profile,  4 

Mirror,  20  \  40.  Column,  394  inches. 


inches. 
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No.  655 


Quartered  Oak  or  Imitation  Mahogany. 

Height,  6  feet  10  inches.  Tile  Opening,  30  x  30  or  30  x  42.  Profile,  VA  inches. 

Width,  5  feet.  Mirror,  20  x  30,  3  sides  beveled.  Column,  3}£  inches. 

Shelf,  3  Vz  inches. 
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No.  660 


Quartered  Oak  or  Imitation  Mahogany. 
Height,  6  feet  10  inches.  Tile  Opening,  30  x  30  or  30  x  42, 
Width,  5  feet.  Mirror,  20  x  30,  3  sides  beveled. 

Shelf,  3  /2  inches. 


Profile,  3M  inches. 
Column,  3^2  inches. 


No.  625 


Height,  5  feet  8  inches. 
WidtJi.  5  feet. 


Quartered  Oak  or  Imitation  Mahogany. 

Tile  Opening,  4*2  x  4*2.  Profile,  3%  inches. 

Mirror,  14  x  48  Column,  846  inches. 
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No.  555 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  5  feet  8  inches.  Tile  Opening,  42  x  42.  Profile,  3M  inches. 

W  idth,  5  feet.  Mirror,  14  x  48. 
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No.  590 

Quartered  Oak  or  Imitation  Mahogany. 

Height.  6  feet  10  inches.  Tile  Opening,  30  x  30  or  30  x  42.  Profile,  3  inches. 

Width,  4  feet  0  to  5  feet.  Mirror,  20  x  30.  Column  3 inches. 
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No.  595 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  6  feet  10  inches.  Tile  Opening,  30  x  30  or  30  x  42.  Profile,  3  inches 

Width,  4  feet  0  to  5  feet.  Mirror  20  x  30,  3  sides  beveled.  Column,  SH  inches 


—43 


r 


i 


ft 


No.  560 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  6  feet  3  inches.  Tile  Opening,  39  x  36  or  42  x  42  Profile,  3U  inches. 

Width,  4  feet  8  to  5  feet.  Mirror,  16  x  42.  Column,  4  inches. 
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No.  565 


Quartered  Oak  or  Imitation  Mahogany. 

Height,  5  feet  1  inch.  Tile  Opening,  35>  x  42.  Profile,  2 Yz  inches. 

Width,  ft  feet. 
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No.  540 

Quartered  Oak  or  Imitation  Mahogany. 

Height,  5  feet.  Tile  Opening,  3J>  x  42.  Profile,  444  inches. 

Width,  4  feet  51  to  5  feet.  Shelf,  5  inches.  Pilaster,  344  inches. 
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No.  541 

Quartered  Oak  or  Imitation  Mahogany, 

Height,  5  feet  2  inches.  Tile  Opening,  39  x  42.  Profile,  3%  inches. 

Width,  5  feet.  Column,  4  inehes. 
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No.  542 


Quartered 

Height,  a  feet  2  inches. 

Width,  4  feet  9  to  5  feet. 


Oak  or  Imitation  Mahogany. 

Tile  Opening,  39  x  42. 

Column, 


Profile,  3i/3 
3J4  inches. 


inches. 
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No.  512 


Height, 


Quartered  Oak  or  Imitation  Mahogany. 

4  feet  9  inches.  Tile  Opening,  36  x  36. 

Width.  4  feet  6  inches  to  5  feet.  Column, 


Profile,  3^2 
394  inches. 


inches. 
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No.  630 

Plain  Oak.  Gloss  Finish. 

Quartered  Oak  Shelf  Bands  and  Columns. 

Height,  6  feet  11  inches.  Tile  Opening,  30  x  30  or  39  x  42.  Profile,  3 Y\  inches. 

Width,  5  feet.  Mirror,  20  x  30,  3  sides  beveled.  0.  G.  Columns,  3H  inches. 
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No.  519 


Plain  Oak,  Gloss  Finish. 
Height,  6  feet  10  inches.  Tile  Opening,  36  x  36. 

Width,  4  feet  6  to  5  feet.  Mirror,  IS  x  36 


Profile,  3)6  inches. 
Column,  3?4  inches. 
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No.  519  1-2 

Plain  Oak,  Gloss  Finish. 

Heisht,  6  feet  10  inches.  Tile  Openig,  .‘10  x  36.  Profile,  3}4  inches. 

Width,  4  feet  6  to  5  feet.  Mirror,  IS  x  36.  Column,  3H  inches. 
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No.  580 


Height,  0  feet  10  inches. 

Width,  1  feet  0  to  5 


Plain  Oak  only,  OIoss  Finish. 

Tile  Opening,  30  x  30  or  39  x  42.  Profile,  3  inches, 

feet.  Mirror,  20  x  30.  Column  342  inches. 
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No.  585 


Plain  Oak  only,  Gloss  Finish. 

Height,  <»  feet  10  inches.  Tile  Opening,  30  x  30  or  39  x  42. 

Width,  4  feet  0  to  5  feet.  Mirror,  20  x  30.  Column 


Profile,  3  inches. 
3^  inches. 
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No.  635 


Height,  6  feet  0  inches. 

Width.  4  feet  0  to  5  feet. 


Plain  Oak.  Gloss  Finish. 
Tile  Opening,  36  x  36. 
Mirror,  20  x  36. 


Profile,  4  inches. 
Column,  VA  inches. 
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No.  640 


Height,  6  feet  6  inehes. 

Width,  4  feet  6  to  5  feet. 


lMain  Oak,  Gloss  Finish. 

Tile  Opening,  36  x  36.  Proiile,  4  inches. 

Mirror,  20  x  36,  3  sides  beveled.  Column,  3M  inches. 
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No.  530 

Plain  Oak,  Oloss  Finish. 

Heisrht,  (>  feet  H  inches.  Tile  Opening,  x  .*{(>,  Profile,  4  inches. 

Width,  4  feet  <>  to  5  feet.  Mirror,  H>  x  28.  Column,  inches. 
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No.  530  1-2 

Plain  Oak,  Oloss  Finish. 

Height,  6  feet  6  inches.  Tile  Opening:,  3(5  x  36.  Profile,  4  inehes. 

Width,  4  feet  6  to  5  feet.  Mirror,  16  x  28.  Column,  3M  inches. 
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No.  645 


Plain  Oak,  Gloss  Finish. 
Height,  1*  feet  8  inches.  t*ie  Opening,  3(5  x  3(5. 

Width,  4  feet  6  to  5  feet.  Mirror,  10  x  28. 


Profile,  294  inches. 
Column,  3M  inches. 


—75— 


No.  532 

Plain  Oak,  Oloss  Finish. 

Height,  6  feet  7  inches.  Tile  Opening,  36  x  36.  Profile,  8  inches. 

Width,  4  feet  6  to  5  feet.  Mirror,  16  x  28.  Column,  3 M  inches. 
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No.  536 


Plain  Oak,  (iloss  Finish. 

Height,  6  feet  6  inches.  '  n-  «l><»intt,  86  x  86. 

Width.  4  feet  f>  inches  to  i  feet. 


Profile,  4  inches. 
Mirror.  14  x  24. 
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No.  605 


Plain  Oak,  Gloss  Finish. 

Quartered  Oak  Shelf  Bands  and  Columns. 
Height,  6  feet  (i  inches.  Tile  Opening,  3<>  x  3<>. 

Width,  4  feet  (5  to  5  feet.  Mirror,  14  x  24.  Column, 


Profile,  4  inches. 
394  inches. 
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No.  610 


Height., 


Plain  Oak,  Gloss  Finish. 

6  feet  6  inehes. 

Width,  4  feet  0 to  5  feet. 


Tile  Opening,  30  x  30. 
Mirror,  14  x  24. 


Profile,  4  inches. 
Column,  294  inehes. 
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No.  529 


Plain  Oak,  (Jloss  Finish. 

Height,  6  feet  6  inches.  Tile  Opening,  36  x  36. 

Width.  4  feet  6  to  5  feet.  Mirror,  14  x  34. 


Profile,  4  inches. 
Column,  2^2  inches. 
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No.  511 


Plain  Oak  only.  Gloss  Finish. 

Height,  4  feet  8  inches.  Tile  Opening,  36  x  36.  Protile,  'iVz  inches. 

Width,  4  feet  6  inches  to  5  feet.  Column  SM  inches. 
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No.  503 


Height,  4  feet  6  inches. 

Column,  3  inches. 


Width,  4  feet  (i  inches  to  5  feet. 


Tile  Opening,  86  x  36. 
Profile,  3  inches. 
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No.  600 


Height 


Plain  Oak  only,  Oloss  Finish. 
4  feet  6  inches.  Tile  Opening,  36  x  36. 

Width,  4  feet  6  inches  to  5  feet. 


Profile,  3  inches. 
Column,  3  inches. 
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No.  537 

Plain  Oak,  Gloss  Finish. 

Height,  4  feet  7  inches.  Tile  Opening,  86  x  36. 

Width,  4  feet  6  inches  to  o  feet. 


Profile,  4  inches. 
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No.  500 


Height,  4  feet  6  inches. 

Tile  Opening,  86  x  36. 


Width,  4  feet  6  inches  to  5  feet. 
Trotile,  4  inches. 
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